One Pearl Bank condo 


One Pearl Bank is located in District 3 and is just a 2 minutes walk away to Outram Park 
MRT interchange station. This interchange will be connecting the Thomson-East Coast 
line, North East-line and the East-West line bringing excellent connectivity for the future 
residents of One Pearl Bank.The location of One Pearl Bank is also strategically position 
beside the Singapore General Hospital which the government is developing and 
expanding into providing a full spectrum of healthcare services.Therefore, One Pearl 
Bank offers both investment and home owners plenty of opportunities of room for 
growth. One Pearl Bank will be the building to look out for in the Outram-Chinatown 
district area. The stunning design of having two 39-storey building sitting on an uphill 
piece of land. Every unit of One Pearl Bank will be able to enjoy unblock view of facing 
either the City area or the greenery park area. 

The location of One Pearl Bank is just a 2 minutes walk away from Outram MRT via a 
covered walkway. Outram MRT is transforming into a interchange linking the East-West 
Line, North-East Line and the Thomson-East Coast Line.The building of One Pearl Bank 
will be the icon for the Outram-Chinatown district. Blending well with the heritage 
shophouses of Chinatown and the skyscrapers of Central Business District area.80% of 
200 One Pearl Bank were snapped up. More details can be found here - One Pearl Bank: 
80% of 200 One Pearl Bank Snapped up at launch. 

One Pearl Bank is proudly developed by Capitaland Limited One of the leading and 
very establish developer in Singapore. Capitaland has created and build multiple award 
wining projects. Some of the examples are D'Leedon, Carinhill Nine, Sky Habitat and 
many others.With such track records, buyers can look forward to owning a piece of this 
iconic One Pearl Bank. 



